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EXHIBIT NO. 9 TO CONTRACT NO. 
CONTRACTOR WARRANTS PRICES CONFORM TC THE 


FRON__Baird-Atomic, Inc. PRICE FORMULA IN EFFECT ON THE DATE CF THIS EXHIB 


PRICES ARE FAIR AND. REASONABLE; THIS EXHIBIT‘ 
HEREBY APPROVED IN THE AMOUNT OF $ 2,004, 


STATINTL 


10 


ONTRACTING OFFICER} 


No PART NO. NOMENCLATURE QUANTITY! UNIT PRICE | TOTAL PRICE REMARKS 
( . ame + "792832667 Ten Shims : ae abbot te ok BSE a eS Fai a4 “— FBr gg 
2: | 10283-60 Shims - a 8.79 26, 37 
3. AR44-439 Thermostat pCa 8. 66 43. 30 
| 4 BR44-40 Bubble Assembly 3 | 298.04 894. 12 
| 5. None Eyepiece : ee 15, 00 15. 00 
| 6 10831-30 installation Gaskets 10 | . 50 5. 00 
| 7. , None Locating Pins for Main wei 5. soiies 5. 00 | 
: Casting 
— ! 
| | 
. | 
( ! | | | ; STATINTL , 
PREVIOUS UNCOMMITTED BALANCE ae STATINTL 
TOTAL THIS EXHIBIT 1,004.24 


PRESENT UNCOMMITTED BALANCE 


| 
a ae eae, ee ee 


PRESERVATION, PACKING: - CSE neP EAT see dantee &, ____ DELIVERY COMPLETED BY: May 16, 1961 


Approved For Release 1999/09/08 : CIA-RDP81B00878R000500050003-4 


CIA-RDP81B00878R000500050003-4 


“ apereved For Release 1999/09/08 : 
eee STATINTL STATINTL 
APPROVED PRODUCTION LIST NO. 10 TO CONTRACT a 
FROM APPROVED 
CAUTHORIZED REPRESENTATIVE ) : (DATE) 
i (| eee Baird-Atomic, Inc. PREPARED 6-29-61 
THROUGH aoe 
STATINTL (CONTRACTING OFFICER) 


PART NO. | NOMENCLATURE JQUANTITY, UNIT PRICE | TOTAL PRICE REWARKS 


hn e+ ren i ct wate seman a 


C. . . BR44-40 | Bubble Assembly : 298.04 | 298,04 
None | Can 826 Cement 4 56 1.56 


— prea ania —+- 


DELIVERY COMPLETED BY: May 19, 1961 


PRESERVATION, PACKING: = =—s§_—S' ~SCommercial 
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